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Message Text 


LIMITED OFFICIAL USE CANBERRA 3861 

DEPT EOR SY/OPS/T, WELLINGTON FOR RSO, HONG KONG FOR RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: CCC NOB WELLINGTON AND DTS MANUAL 

1 . PLEASE SHIP TO WELLINGTON MARKED HOLD EOR TSO, 500 ET. 

AC-1 CABLE. ASSUME USE OF AC-1 CABLE NEGATES ANY REQUIRE- 
MENTS TO HOUSE CABLE LEADING EROM CONTROL UNIT TO TRANSDUCERS 
IN RIGID FERROUS CONDUIT USING STANDARD SEPARATION REQUIREMENTS. 

2. PLEASE ALSO SHIP TO WELLINGTON MARKED HOLD FOR TSO, THE 
MOSLER (HLS)/WELLS FARGO MONITORING UNITS WITH FOUR ZONE 
CAPABILITY. 

3. TSO WILL BE IN WELLINGTON TILL JUN 8, DURING WHICH 

TIME A FINAL ALARM SURVEY WILL BE MADE BASED ON FINAL OFFICE 
LAYOUT. 

4. PLEASE ADD TSO CANBERRA TO DISTRIBUTION LIST EOR DTS 
MANUAL & SUPPLEMENTS. 
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